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In Fig. 102 is shown an atomiser which may be used in connection with the reservoir and air compressor for atomizing liquids for various purposes. In the present, case it is represented as an atomizing petroleum burner. A burner of this kind yields a very intense heat, and produces a flame 2 or 3 ft. long. The oil in the vertical tube adheres to the air forced through the horizontal tube and is carried
FIG. 102.
Petroleum
forward with the air in the form of line spray, which readily burns as it: is ejected from the nox/le. The vacuum formed in the vertical tube is supplied by oil forced up by atmospheric pressure.
ASPIRATORS   FOR   LABORATORY   USK.
Wherever a head of water of ten feet or more is available, an aspirator is by far the most, convenient, instrument for producing a vacuum for filtration and fractional distillation. It. is also adapted to a wide range of physical experiments.
Besides the advantage of convenience and compactness, the aspirator has the further advantage over piston air pumps in the matter of cost. It may be had at prices varying from $1.50 to $4 or $5.j An. "nlttUUV ljuif far having
